WINTHROP FERRY (F6) Pilot Program 


Winthrop — Quincy — Logan Airport — Aquarium — Seaport 


Weekday Schedule Effective through November 30, 2023 


Winthrop 


10:30 AM 


5:15 PM 


6:15 PM 


To Boston 


Logan 


Operated by 
Boston Harbor 
citycruises 


= 


From Boston 


Logan 


Quincy Airport Seaport Aquarium Aquarium Seaport Airport Quincy Winthrop 
| 

6:50 AM 7:10 AM - 7:20 AM 7:25 AM - - | 7:40 AM 8:00 AM 
- 8:25 AM 8:35 AM 8:45 AM - - - - - 

10:50AM = 11:10AM | - 11:20AM 11:25AM 11:35 AM - | - 11:50 AM 

- 4:00 PM - 4:10 PM 4:15 PM 4:25 PM - 4:45 PM 5:10 PM 

- 5:25 PM 5:35 PM 5:45 PM 5:50 PM - - - 6:10 PM 

6:35 PM - - - - - - 6:40 PM 7:00 PM 


| Locations, fares, and tickets 


Ferry stops are 
| Winthrop 


| Quincy 


| Logan Airport 


_ Seaport 


_ Aquarium 


located at: 
Winthrop Town Pier 


Marina Bay 


Fan Pier Marina 


| Dock to the right of New England Aquarium 


Tickets 
Tickets can be purchased 
onboard with cash, or on the 
mTicket app. 


Fares as of 
September 1, 2023 
Zone 1 fares 
(One-way) 
$6.50 full fare 
$3.25 reduced fare 


Visit mbta.com for more information 


